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25X1 1. Two plants exist et Balekowe for tha repair of all kinds of Volga riverboata. 
One is knows as the “OKH™« Plant end the other as the South Repair Plant. 


2e Repair work on engines and other equipment of Volga steanships was perforned 
25X1 at one plante** Tho machine tools originated from Germany. Thore is a werk 


25X1—s Be one plantes* ia en old establishment, but at 

time of observation was Squipped with a lerge number of new German mechines. 
25X1 ho there was a plent designated "Oks. Diesel 
25X14 and petrol P engines of various sizes wore produced there, Power is 


supplied by a planteowned bower station fueled with ocel and 011 slate. Sines 
the plant has no Spur tracks, incoming and outgoing shipments ware trucked. 


50 The work force, including PWa, is from 4,000 to 5,000 man. They work in 
three shifts of eight hours each, ; 


25X1 Go Drorthinski Plante It covers an ares. of Cgedly 
25X14 x 1,000 fest. 


25X11 | ne 

1. Workshop Noo ls: Assembly shop. Production of cylinder blocks (large 
25X1 size), crankshafts, nozzles, The test stand for diesel engines is 
attached to this workshop. 


25X1 

5X1 2e Workshop Noo 2: Department for instruments. Menufecturing of tools for 
Plant requirements, 

25X1 Bo Workshop No. S: Foundry, a steel structure building. It ig equipped with 


three coal firing furnaces, one large traveling crane which weighs 50 tong, 
and one small troveling orang, : 
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4- Workshop Noe 42 Mechanical department. Its equipment includes milling 
machinese Pistone and piston hoads are manufactured here. 
5.0. Engine test stend. 
6. Workshop Noe 6: Dopartment for instruments. Manufacturing tools. 


7o Spare parts for diesel engines, cylinder blocks, bushings, nozzles, piston 
rings, and crankshefte are produced at this plant. 


8. Two hundred Fis and 400 to 500 Sovicts are employed for each shift. They 
work in thres shifts without holidays ox 


25X1 L ee eon There is a possibility that the initiels "oxs" in 
Arafra an. KH" in paragraph 1 refer to the sane plant. "OKH" may be 


25X14, 5X4 way of saying that the plant is under military control. 
Comment. Tho plant montioned in paragraph 2 scems to be the ship 
25X1 L apomente The plant referred to in paragraphs 3, 4, 5) 6, 7, and 8 
presumably is the diesel engine plant. : , 
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